All   future communications  regarding this case should be
addressed to Judge Melick at the following address:

Federal Mine Safety_and Health

Review Commission

Office of  Administrative Law Judges
Two  Skyline Place,   Suite 1000
5203  Leesburg Pike
Falls  Church,  VA    22041

Telephone No.   703-756-6261

Paul Merlin

Chief Administrative Law Judge

Distribution:

(Certified Mail)

Mr.   Bob   Crumby,  Box  186,   Arcadia,  KS     66711     (Certified Mail)

/gi

1115ine Safety and Health Act of 1977.  Because no answer had been
